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je GON GRC°iS4 AND GRCe155 BOTH HIGH AND LOY PRF LIGHTS OF 
SYSTEM XII HAVE COME ON AND REMAINED ON AS SOON AS SYSTEM WAS 
TURNED ON. NO SUDO SIGNALS WERE PRESENT ON EITHER MISSICN. WHEN 
aC POWER WAS TURNED OFF LIGHTS APPEARED TQ YORK NORMALLY. 
TROUBLE HAS BEEN DIAGNOSED AS BRUSH NOISE FROM THE AC ALTERNATOR. 
20 IN AN EFFORT TO RESTORE OPERATIONAL CAPABILITY ASAP WE ARE 
TRANSPOSING TWO LEADS TO SYSTEM XII POWER SENSING RELAY. THIS 
WILL MAKE THE INVERTGR THE PRIME SOURCE OF POWER FOR SYSTEM XII, WITH 
SLTERNATOR AS SECONDARY SOURCE, IN CASE OF INVERTOR 
FAILURE. NG TROUBLE WITH THE PRF LIGHTS HAS BEEN ENCOUNTERED 
WHILE OPERATING OFF INVERTCR POWER. 
Se IF ANY OBJECTIONS PLEASE NOTIFY SOONEST, AS YE EXPECT TO 
COMPLETE THIS CHANGE AND HAVE ARTICLE OPERAT ION AL READY THIS AFTERNOON. 
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